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11 March 1997 

The Film and Video Labelling Body Inc. 

Video Unlimited (NZ) Ltd 

VIP Magazine 1 Made in Sweden 

Swedish VIP Magazine 1, VIP Magazine # 1 

Not Stated 

Not Stated 

Not Applicable 

Not Applicable 

Video Recording VHS/PAL 

Sweden 

Swedish 


Components of film originally examined: 

Feature: VIP Magazine 1 Made in Sweden Running time: 

Trailers: Debris Running time: 


Excision/Alteration: Yes. 


Total Running time: 


Reason(s) for Excision: 

One excision is required for material which depicts, for the viewer’s sexual arousal, 
two male “doctors” conducting a gynaecological examination on a woman. The scene 
sexualises a professional gynaecological examination in a manner which is likely to 
contribute to the breaking down of ethical boundaries and the relationship of trust 
between medical professionals and their patients. The same scene also degrades the 
woman to a high degree by the use of intrusive and voyeuristic camera shots of one of 
the men probing her vagina with medical instruments. 
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Approved components of film after excision: 


Feature: VIP Magazine 1 Made in Sweden Running time: 101.06 

Trailers: Nil Running time: 


Total Amended Running time: 101.06 


Classification Decision: 

Objectionable except if the availability of the publication is restricted to persons who 
have attained the age of 18 years. 


Display conditions: 

Nil. 


Descriptive Note: 

Contains explicit sex scenes. 


Direction to issue a label has been given on 06 March 1997 


SUMMARY OF THE REASONS FOR DECISION: 
Not Applicable. 
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